Historic, archived document 


Do not assume content reflects current 
scientific knowledge, policies, or practices. 


“fp INDEXEN 
VINEAND . NURSERY 
a We: 


AND 


Pax. FAP UMve 


{ESTABLISHED 1857.] 


SITUATED TEN MILES SOUTH OF LAWRENCE, ON S. K. R. R., BRANCH . 
| OF ah Sak RAR. 


SPRING OF 1894. © ~*4ED. | 


IP oe one ES Le eas) Oot Le tOre 


VINLAND, Oe Oe BAS. 


sree MN eT 


LMS SEPP EE BSS pe ES MRE THE ERT SE 


CHOICE FRUITS IN: THEIR SEASON. 


JOURNAL PUBLISHING COMPANY, 
LAWRENCE, KAS. 


ANNOUNCEMENT. 


The stock offered the present season is very fine, smooth, thrifty, 
and full size. 

Terms invariably cash or satisfactory security before shipping. 

Trees sent by railroad will be carefully packed, for which an 
additional charge will be made sufficient to cover cost of material. 

Five hundred, fifty, and six will be furnished at the thousand, 
hundred, and dozen rates, respectiyely. 

Money to be sent by Postal Order, by Draft or Registered Letter, 
or by Express. When sent otherwise we cannot be responsible. 


Parties wishing theirs sent C. O. D. must send one-third the 
amount with order. 


GUARANTEE.—While we exercise the greatest care to have every 
tree or plant true to name, and are ready, on proper prooi, to replace 
anything sent out by us that may prove untrue to label, free of charge 
or refund the money paid for it, it is understood and agreed, between 
purchaser and ourselves, that we are not to be held liable for any 
greater sum than that paid _us for said trees that prove untrue. 


Refer to 
Lawrence National Bank, 


Merchants National Bank, oo 
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APPLE TREES. 


Doz. 100. 1000. 
Two years old, 5 to 6 feet high........... :.... $2.00 $6 00 $35 00 
Pwo yearsiald,/4 to-5 Teetys - ai. 0 her ste ees ok 50 350 20 00 
Two years old,/3 to 4 4eetvevt ccs ote tee ah YS) OO? F"Pa700 


Leading Metate “or: Apples. 
\ SUMMER.—Red June, Sweet June,’Red Astrachan, Early Harvest, 

Duchess of a Nes Neg r’s Early Whi Alexander) Chenango, 
\ Strawberryy Tetofsky,\Benoni,”Keswick, Codlin, Early Pennock., 


FAx.-*Maiden’s, Blush, Lowell,’ Fameuse;¥ Rambo, ‘Pep, ‘Rea 
Streak] Fall Pippin,“Baldwin,y Bailey’s Sweet, YRoman Stem,’ Isham 
Sweety Taiman Sweet, * 


WinTpR.—Ben Davi¥, Jonathan, Raule’s Janet, Willow Twig, Little 
Syne McAfee Nonesuch; White Winter Peai lain, Smith’s\Cider, 
VinesapY Missowri Pippir Huntsman’s Fayorite, Rome Bea Red 
Jinter Pearmain) aa. rolden, Wealthy Pickard’s Reserve” Law- 
ver, Hubbardston ee Y, Limber Lwigy StarkyWa ridge VY ellow 
Béllflower¥ F: Nay eae Cider, *Ortley, YDominie¥ York Impe- 
rial,’ Pewaukee; GanoWolf River. 


i. Doz. 100. 1090. 
\* Yellow Transparent, two years old, No. 1..$1 50 $10 60 $80 00 
\ Arkansas Black, two years old............. 150 1000 + 8000 


CRAB APPLES. 
Each. Doz. 100. 


Two years &ld, 43 to 6 feet high............... &.10c. $1 00 $4 00 
_ VarRtetres.—Transcendenti yMontreal Beauty, Hyslop, ¥Marengo, 
SiberianY Minnesota; Lady Elgin. 


STANDARD PEARS. 


‘ Each. Doz. 100. 
Two and three years old, 5 to 6 feet high....... 35c. $3 00 $12 00 
Pwo years old}73 to4 feet high, 222...5 06 25-4. ae 200 10 00 
DWARF PEARS. 
Two years old, 34 to 5 feet high............... 30c. 200 1000 
Two years old, 24 to 3 féet high............:.. eee 1 50 7 00 
Four-years‘old, bearing size. 2: ...°)-. 2. etis ln: d0c. 400 = 30 00 


VARIETIES. —Standard and Dwarf, Bartlett, Clapp’s Favorite, 
Howell, Duchess, Louise Bonne, Anjon, Kieffer, Buffum, Flemish 
Beauty, Seckel, B. Clairgeau, Sheldon, Tyson, Belle Lucrative, etc. 


eee peste 
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CHERRY TREES. 


\y Each. Doz. 100. 
LEADING WARIETIES.—Englishy Morello, Mont- 
\ morency, *Olliyet, Dyehouse,¥ Lonis Phillip, 
\“Empress Eugefe, Early Richmond,’Gov. Wood, 
Yellow Spanish;Rockport Bigarean, and others, 


-one year old, 3 to 4 feet high..... ea Sie ah rie 25c. $1 50 $ 8 00 
“wo years old, 4 to-S*feetvhighs (ae. oo. 21. Oe. 2a. 2 50 -12 00 
Black Morello, 4 to 5 feet high...... Sie ere AX a eet (BE OO 


PLUM TRHES. 
Each. Doz. 


Two to three years old, 4 to 6 feet high. ,........ 25c, $2 50 $12. 00 
AWe3 years old, 3,to 4 feet high.....\.... eee Wate 20¢. Z 8 00 


ombard, spe Damson, Stanton” Reine Br ewee Yellow 

Keg Lyac Gos f Monroe, Imperial Gage, Pond’s Seedling,**German 

Prane, Wild Goose, }*Miner,¥ *Weaver, Mariana, Prunus: Simoni, 
Vactany Kelsey . 


Doz. 
| Burbank, two years old,t5 to 6 feetthigh 42% voces Pose. ep 00 $15. 00 


' 


PEACH TREES. 
Each.- Doz, 100. 1009. 


One year old, from bud, 4 to 6 feet a ae ...- 10c. $1 UO $7 00 $55 00 


One year old, from buc 3 to 4 feet high.... 108. 75 500 40 00 
Ng ander, Old Mixon Free, Stump the World, 

Amsden, Y Old Mixon Cling, Foster, 

Smock, NS “Waterloo, eR yford’s Late, 
VRed Cheek Melocoton,,.’ Heath Cling, . Crawford’s Early, 
\,Large Early York, N Elverta, Newi ington Cling. 

APRICOTS AND NECTARINES. ~ 

Each. Doz. 100. 
V One to two years old, from bud, 4.to 6 feet... 25c. $2 00 $10 00 
Russians Apticots eee Je. th eee a ee af 2 00 ° 16 00 

QUINCES. 
VAppic or Orange, 25 1045 Leet, 2c 2 a ae. 20c. 4 "200 10 00 
¥ Champion, 24 to 3 feet..:.......... ng ke) oe ee 20 200 1000 
MeteAsaM AamiIMOLDR - 2 fhe ay Gk LR, cate win Soc Gt dG OBE Gia ring Heo 
GRAPE VINES. 

Each. Doz. 100. 1000. 

Goncord,ene year ‘old; No. 1... 2..0. .-: 10c. $ 50 $150 $9 00 

Concord iweo yearToldas. os 225 <iccz Jeo. pees A002 U0 s 11400 

Ives’ Seedling, two years old.....-........ 15 dO. ROU eres ee 

Dracut Amber, one year old........ SP le? ic ose 3 0000 ache 

¥iMartha*’ one. year olds i.e. Folk oe oe. 20 fe OOF 8 500 8 GS ee 

Delaware; two-years old’ ...........00. 0/0. aig 100 4 00 Sees 
\, Worden, Moore’s Early, Pocklington..... = 00k, F400 Bee 

Niagara, Champion, Hlvira..:...2.0.... wa YT ppomcs e U1) ss ofa ae 
WAG Ata WibaGrac SC at a oe tee ohh sity BO 2 HO = QeOOe we. ae 


*Leading varieties. 


tute 
~CURRANTS. 

Red Dutch, two years old. ....2...232.2- 10c. On 38 ey oe 
\ White Grape, two years old............7% 10 1552. Ge WUC AR 
yy Chetry, oné year old 2G 2 cae ae 10 1S). tuss: OCs apes 
\ Victoria, two years old.......... Weceue 10 75:2 13. 30) Pa 
Vy Bisek Naples 2s¢.4. 45 en eae 10 15: ASO A SN 

GOOSEBERRIES. . 

‘ Each. Doz.) 100. 
\Vluster or Pale Red.... .....-..-. OF hae Atte 1OG. '< "75 om Sonu 
VV Downing Se a ihale wheats See eee SE ae oe ee ee “e 5 00 
\Smith’s Improved # \2....0 SoeeSee ree eens ge mee gates 6 00 

RASPBERRIES. 
; Doz 100. 1000. 
VDoolittie Black: Gapaxd. Hou ete soe ssa 50c. $1 50 $10 00 

ane Olisters 30 h:2 Shs ayg oe. eetinopear tear “ 90 150 10 00 
W Grepe ls. bcc iits bs AR Per A Seah te Seen 79 150 1000 
Ncu Wberbl oye og his. See ee aes 2 cere 25 1 00 7 00 
\y Rahsas: 2245. oe ke A ee ee ee "5 3 00 
BLACKBERRIES. 

‘ ACathati Davo oc. bait oe ete ee eee es 256s. Sb 504 38-60 

MSnsvder! sie 3.x. a ee ees See 30 150 800 
WRharlysbarvest, ..: 2,055 2270 -2s a oe ee a 200. 8 00 

PIE-PLANT. 
PAPINGUS ES oS ae erate oe Se eee eee 1ae. ~~ 2100 
STRAWBERRIES. 

V charles Dow nines Ps. Ss oe ae ie, ae ee 25C. 73s 3.00 
‘Crescent Seedling. .... weg. Se a ne ey 25 jo 3 00 
RG Lain ae. ee ae oc ee SOL ee ee 25 i 3-00 
aPtuharr pln... Seer As ee ee ee es 50 ia 3 00 
SSI 88) oa east oC been os <a es 50 75 4 00 

ORNAMENTAL AND DECIDUOUS TREES. 
—~Doz. 100. 

Monutaur ‘Ash, Dio 6:feet...g Boo eck Ye ee eee ee $3 00 $20 00 

American Elm, 7 to 10 feet........ Si an i Oe 3 00 20 00 

Silver-Leaf Maple, 6 to 8 feet...... ooh ae es Cee neem 1 00 5 00 

ef A to SD feek ee es ibe yA 
i zs Sito WOsleet i242 2 AMS. Ree 200 10 00 
3 1erto ds feet. ot FR = hee Luegeat! 300 15.00 
Gatalpa.c0 to-hO feet. 2.2.0 «eo se see eee LE ee 1 00 6 00 
ip DONO FOBT 24. 5 oF SR ele ie ees rae 3 00 

i One rear plelse ass Ore ee $2 50 per M. ~ 
Chestnut, 4 to 5 feet, transplanted..-......5...252.... 250 20 00 
POIARGHTS- LO RO TEER 2 Pos: See pS rg a Scheme, 2 bots eee 
ef GLOGS FeCl. 22 22 oh ee eT eet on eee fs: ase 
WY Russian Mulberry. a7 feet. to soa cek occ, ee LS Pee 
sbi + T year, ‘fac. per 100, $2 00-per 1000. + = 27s 
WEEPING TREES. 
Each 

Wallow, Babiyion;:6.to (feet sc... 8505 26 5. a 20a, 1 0 Ribas 
*  Keahmarnock, 5 foi6 feel o.: 2 Aer 40 3) oO 3 Base 
Weeping Ash, 5 to 6 feet, .<- 0595.0 2.32 jc oa et AD 0 ioe: 


EVERGREENS. 
Two or Three ‘limes Planted. 


All of the following varieties succe2d well here, if the ground is kept 
cultivated or mulched. In transplanting, we place the roots in boxes 
immediately, with plenty of earth to cover them; in this way there is 
but little danger of loss. 


Each. Doz. 
American ARbOTS Wilco lOsteieets. seer ecrcle balet, es toe 50c. $4 00 
Ss PAUOsOBLER Wwe. tet tee ee Mee acy = 0) 2 00 
Rens CEd ARNO flee ie yak. eats ek ome Ree ee Re Le 3D 2 50 
ss AMO) BEES fale Ate x cae ty, Se alige Wi Lent ce org 295 1 50 
ee Le ROP: b DUT) CSC ae ict Reet i Sina een eva 8 al 2 aN 20 1 00 
FLEW OOK 5 sO LEC La taotat 8 aay er eo ae a ee 40 3 00 
or PRCOUT teas Aa eeeie Shake ae I, PEI ees Be 30 2 50 
SCO halts PIN Ce hoes HOt CEL at Sr ce Sats es ee ie Seat, 35 2 00 
SS AO hOMeAtinehes tar ut cee ee Ve ee 20 1 00 
Austrianseines, 1 Seo, 2eanGhes: fs. SP 25 1 50 
= Pr EMHO sy KER eRe dal Se Sop ew I PRE eels 30 2 50 
White-Pine, 18 to 24 inches. ............ Biren etd th sre 25 2 00 
NC Oue SORT ates elo a Sie iota ea Da Pat et at 395 2 50 
GE Spruce, HOF heGine kata. ce hah tot =: saps AO 3 00 
18 to D4 NENCHIES 2805 sy es es Seta 20 1 40 
isis DUM EDCES 2 iO eA CEL Meret acho le Me oneal etnias ae « 50 3 00 
ns 18 to 24 inches. . Sp Re Le SP Pat eee rok n S40) 2 50 
Savin (Trailing Juniper), 2 to 3 feck tite Sate aS 29 2 00 


FLOWERING SHRUBS, ETC. 


Althea, Flowering Almond, Golden Bell, Upright Honeysuckle, 
Lilacks (White, Purple, and Persian), Spireas, Syringa, Snowball, 
Japan Quince, Tamarix, Wegelia, Scarlet and Yellow Monthly, 
Cinnamon Scented and Chinese Evergreen Honeysuckles Trumpet 
Creeper, and Chinese Wistaria, 25 cents each; $2 per dozen; $12 per 
100. Clematis ard Jackmanii, 35 cents each. 

ROSES. 
Each. Doz. 100. 


WMAeTY ALICHIOS G7: cee be Sod SE RE Pee te oe 25c. $2 50 $12 00 
HYBRED PERPETUAL RosEsS—Gen. Jacqueminot, 
Dr. Arual, Paul Nerson, Gen. Washington, 


Ea, Revel se Ee b< Lega te. SS ee RN He eS 35 300 15 00 
CLIMBING Roses—Queen of Prarie, Baltimore 

Belle,-and Russell’s Cottage. ...25...3.5...-. a 200° — 12-00 
FLOWERING PLANTS. 

PPCOMBCS EN ALIE LY As, ian rags sais a cea a mi alern Sage es 35 300 15 00 

SCH G2 rie ale Sa a OR BE, Seo gis a re ee ce es 29 ZORA SEO: OV 

Dahkaswinixed | Variehyr. goes esate ech.- ck ewes 1 00 5 00 

CUTTINGS 

100. 10U9. 10,000. 

GHC OT GE AGEEA Es sort et Ney eR ele PAL oye et $1 50 $10 00 

Ives’ Seedling and Dracut Amber Grape....... Se OUse SP zx 

White and Golden Willow, Lombardy Popular. 25c TCDD Sas et 

HEDGE PLANTS. 
Osa Oranee: ONE TY CAT sci Siesiaghaleig = pessoas a Bs 00G 8 ee 


Directions for Planting Trees. 


Select high, dry ground for your orchard. N&rveER plant on wet 


lands, though low ground will produce good fruit if well drained, or 
thrown into ridges, or lands with trees in the center. 

Every State has varieties best adapted to its climate. <A variety 
that is good for Massachusetts or Illinois may not succeed in Kansas; 
therefore, do not select a list of trees because they are favorites in the 
Kast. ; 

Plow to the depth of ten or twelve inches; if deeper, all the better. 

Lay off your orchard, if for apples, twenty-five to thirty-three feet 
each way; if for peaches or plums, sixteen to twenty feet; pears and 
cherties, twenty feet; quinces and dwarf fruit, eight to ten feet. 

Cut smoothly all bruised roots; remove such top branches as are not 
needed for well formed trees; cut back one-half of last year’s growth. 

Never plant a tree when the ground is too wet to work well; rather 
**heel them in’’ until the ground is in a proper-condition. : 

Make the holes large enough to admit ALL the roots without cramp- 
jng, and fill in with mellow earth. adding one or two shovels full of 
WELL ROTTED manure. If the ground is very dry, water; then tramp 
the earth firmly. -\ 

Watering is VERY IMPORTANT, especially in central and western 
Kansas, Colorado and New Mexico. 

The tree should always be planted a little deeper than it grewin 
the nursery. 

For an apple orchard, would recommend low-headed trees, first 
limbs 24 to 3 feet high; cultivate EVERY season until middle of July. 


(Corn is a good crop to grow in orchards while trees are very young.) . 


Prune lightly; let the tops shade the bodies. If trees lean to north or 
east, crowd them back and place a few shovels full of earth against 
them to hold in position. 

In Spring and Fall examine trees at the surface of the ground for 
borers, which will be detected by sawdust or boring; cut out with a 
sharp knife; wash the bodies early in May with strong soap-suds, to 
which should be added a quantity of sulphur. As a preventive of 
both rabbits and borers, a wash, composed of equal parts of pine-tar 
and spirits of turpentine, has been used with good success in this 
vicinity; to prevent borers it should extend a little below the surface 
of the ground. 

W. E. BARNES, 
Vinland, Kansas. 
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